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against submarines. About Salonika, what brought things to a head
was that the British general was marching his troops out to bivouac
when the Greeks opened fire on them with blank cartridge. A Greek
officer then came up and said that unless they retired back to Salonika
he intended to fire on them with ball. This state of things was put
an end to by an ultimatum to the Greek government.